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SU3JECT : REFU3EES IN. ARGENTI HA 

1. DEPARTMENT WOULD .APPRECIATE EMBASSY’S ASSESSMENT CF 
CURRENT REFUGEE SITUATION IN ARGENTINA. WE UNDERSTAND THAT 
THERE ARe. SOME 13,020 FOREIGN REFUGEES IN THE COUNTRY, 
PRINCIPALLY CHILEANS WITH LESSER NUM3ERS OF PARAGUAYANS, 
URUGUAYANS AND OTHERS. 


INTERESTED CONGRESSMEN, AMNESTY INTERNATIONAL AND UNHCR 
SUGGEST THAT DURING RECENT MONTHS MANY FOREIGN REFUGEES IN 
ARGENTINA HAVE SEEN ARRESTED AND RETURNED TO THEIR COUNTRI ES Of CR&d 
OTHERS HAVE DISAPPEARED. REFERRING TO THE REPORTED 
KIDNAPPING AND MURDER JJF URUGUAYAN EXILES INCLUDING FORMER 
-SENATOR Z E LMAR MICKE LINl AND FORMER SPEAKER OF THE CH.AM3ER 
OF DEPUTrZr-HtXlOH G UlLiBRS\,B|lU , CONGRESSMAN KOCH IN A 
RECENT LETTER TO THE DEPARTMENT STATED QUOTE IT IS ALLEGED 
THAT THESE MURDERS INDICATE THAT ELEMENTS WITHIN THE 
ARGENTINE MILITARY ARE COOPERATING WITH THE MILITARY 
DICTATORSHIPS OF CHILE AND URUGUAY TO ELIMINATE TROU3LESOME 
EXILES UNQUOTE. 


3. WE A.RE INF03MED THAT THE UNHCR, SADRUDDIN AGa KHAN, 
has made SlVERAL approaches TO THE GOA (THE president, 
FOREIGN MINISTER, AND ARGENTINE AMBASSADORS IN GENEVA AND 
NtW YORK) ABOUT THE WELFARE AND PROTECTION OF REFUGEES IN 
ARGENTINA AND REMINDING THE GOA OF ITS OBLIGATIONS AS A 
SIGNATORY TO THE GENEVA CONVENTION ON REFUGEES. THE UNHCR 
REPRESENTATIVE in BUiNOS AIRES (MUELLER) HAS ENDEAVORED 
WITH LITTLE SUCCESS TO EXTc-ND THE PROTECTION OF THE OFFICE 
OF THE UNHCR TO THE REFUGEES. THE. DIRECTOR OF OPERATIONS 
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UNHCR/GENEVA (JAEGER) IS PRESENTLY IN ARGENTINA REVIEWING 
THE SITUATION. , 

A. BUENOS AIRES SHOULD CONTACT MESSRS. MUELLER AND JAEGER 
AND REPORT ASAP ON THE REFUGEE SITUATION. 

5. FYI: THERE HAVE 3EEN RECOMMENDATIONS THAT THE 

ADMINISTRATION ESTABLISH A PROGRAM FOR PARCLI NG' FOREIGN 
REFUGEES FROM ARGENTINA TO THE- UNITED STATES.. ADDRESSEES 
VIEWS ON THIS PROPOSAL WOULD BE APPRECIATED., -KISSINGER 
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